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SUBJECT: PULMONARY FUNCTION TESTS 


Message Text 


1 . SEABEES ASSIGNED TO RTC PANAMA SHOULD HAVE PULMONARY 
FUNCTION TEST (FEV-1) AND EKG PRIOR TO LA PAZ TDY. SEABEES 
SHOULD ATTEMPT TO HAVE PFT PERFORMED AT UNIFORMED MEDICAL 
FACILITY OR AT NEAREST CIVILIAN LOCATION IF NONE AVAIL- 
ABLE. UNDERSTAND ARRANGEMENTS ALREADY EXIST AT GORGAS FOR 
REIMBURSEMENT OF TEST COSTS ASSOCIATED WITH ACTIVE DUTY 
NAVY PERSONNEL. IF PROBLEMS ENCOUNTERED WITH THIS METHOD 
OF REIMBURSEMENT, POST SHOULD PAY COST OF TEST SUBJECT TO 
REIMBURSEMENT BY DEPARTMENT OF NAVY. POST B&F OFFICER 
SHOULD FORWARD PAID VOUCHER TO OIC NSU FOR PROCESSING. 
ANTICIPATE APPROXIMATELY TEN WEEKS TO EFFECT REIMBURSEMENT. 
OIC RTC SHOULD COORDINATE WITH DR. F. KEARY, RMO. 

2. ALL SEABEES ASSIGNED TO RTC PANAMA IN FUTURE WILL HAVE 
SUCCESSFULLY ADMINISTERED PFT. VANCE 
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